Chief Officer 
2nd Officer 
Snr 3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 


Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Herefordshire II 


General Cargo - 16,707 d.w.t. 


Autumn 1964 


(14/10/1964) 


Captain Williamson A.N 
Chief Eng Officer Mawdsley F.A.L 
Kelly T.M.C 
Graham J.J.A 
Brassington G.J 


Hudson A 2nd Eng Officer 
Clayton D.R 3rd Eng Officer 
Warre-Dymond A 4th Eng Officer 
Weinman L.P 5th Eng Officer 
Set A 6th Eng Officer 


Unsworth J.E Ext 6th Eng Officer 
7th Eng Officer 
8th Eng Officer 


Carpenter Grinton G.E 





Autumn 1965 


(15/11/1965) 


Chard T.F 
Mercer G 
Bryn-Jones D 
Bristol G.G 
Frame W 


Captain Williamson A.N 
Chief Eng Officer Shackleton J.H 


Clayton D.R 2nd Eng Officer 
Hayes A.J 3rd Eng Officer 
Raeburn-Ward A.D 4th Eng Officer 
Paulusz H 5th Eng Officer 
Bytheway P.S 6th Eng Officer 
Creamer D.J 7th Eng Officer 
Howland P 8th Eng Officer 
Kielthy P.K 9th Eng Officer 
Turner J.H Electrical Officer 


Carpenter 
2nd Steward 


2nd Elect Officer 
Hughes (ch) P 
Roocroft G 





Brassington G.J 
Bristol G.G 
Johnston J.M 
Shaw J.H 
Needham T.A 
Measor P 
Turner K.W 
Bentley A 
Butterworth A.D 
Pawson A.L 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Ext 3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Spring 1967 


(20/05/1967) 


Captain Sheldrake L.H 
Chief Eng Officer Shackleton J.H 


Horn M.J 2nd Eng Officer Mann H.G 
Woodham R.M.S 3rd Eng Officer Quigley T.G 
Hunter M.J 4th Eng Officer Blower J.W 
Parker M.A 5th Eng Officer Corrin J.C 
Paulusz C 6th Eng Officer Turnbull J.D 
Creamer D.J 7th Eng Officer Stroud J 
Unsworth J.E 8th Eng Officer Atkinson F 
Turner J.H Electrical Officer Jones M.B 
2nd Elect Officer Brotherston C.W 
Carpenter Hughes (ch) P 
2nd Steward Capes J.T 
Autumn 1967 
(21/11/1967) 
Captain Williamson A.N 
Chief Eng Officer Shackleton J.H 
Horn M.J 2nd Eng Officer Turner T.A 
Woodham R.M.S 3rd Eng Officer Mathieson D.R 
Kumarasinghe K.R 4th Eng Officer Paulusz M 
Morris T.N 5th Eng Officer Turnbull J.D 
Paulusz C 6th Eng Officer Stroud J 
McMahon M.T.P 7th Eng Officer Appleby A 
Mallett A.E 8th Eng Officer Welburn B 
Turner J.H Electrical Officer Brotherston C.W 
2nd Elect Officer Martyn B.R 


Carpenter Hughes (ch) P 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 
Assistant Purser 


Summer 1968 


(22/06/1968) 


Captain Williamson A.N 
Chief Eng Officer Shackleton J.H 





Horn M.J 2nd Eng Officer Turner T.A 
Woodham R.M.S 3rd Eng Officer Mcdonald M.D 
Creamer D.J 4th Eng Officer Needham T.A 
Farrimond M.J 5th Eng Officer Diaz A.H.M 
Stewart R.| Ext 5th Eng Officer Bandeen J.L 
McMahon M.T.P 7th Eng Officer Ratcliffe A.T 
Folley W.D 8th Eng Officer Mottershead B 
Mallett A.E Electrical Officer Brotherston C.W 
Turner J.H 2nd Elect Officer Roberts J.G 
Carpenter Hughes (ch) P 
Summer 1969 
(30/06/1969) 
Captain Mills M.C 
Chief Eng Officer Peat R 
Dyer S.R 2nd Eng Officer Turner T.A 
Scott H.A 3rd Eng Officer Mathieson D.R 
Creamer D.J 4th Eng Officer Merrifield T.M 
Hodgson R.B 5th Eng Officer Ratcliffe A.T 
McMahon M.T.P 6th Eng Officer Ratnayake S 
Mallett A.E 7th Eng Officer Streeter C.R 
Kimberley D 8th Eng Officer Steed P.M 
Martin H.H Electrical Officer Roberts J.G 
2nd Elect Officer Jelly J 
Carpenter Hughes (ch) P 
Serang (Deck) Ehiah M 
Serang (Engine) Bhattacharjee M 
Storekeeper Hossain M 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1972 


(01/10/1972) 


Palmer R.O 
Smith P.E 
Hodgkinson J.H 
Anderson P 
Townend R.| 
Johnson L.H.M 
Cunnison A.J 
Kays W.H 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Captain Saunders P 
Chief Eng Officer Willoughby R.S 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Electrical Officer 


Rolling W.J 
Hug K.M 
Das R.C 
Singh D 
Idris M 





Spring 1973 


(01/04/1973) 


Robins M.R 
Webster R.A 
Hodgkinson J.H 
Joy P.T 
Townend R.| 
Johnson L.H.M 
Cunnison A.J 
Reed A 

Carpenter 


Ratcliffe R 
Moorehouse F 
Penny D.N 
Hutton R.A 
Kinnear D.W 
Bones M.T 
Howley J 


Captain Taylor J.R 
Chief Eng Officer Ford A.J.K 


2nd Eng Officer 
3rd Eng Officer 
Ath Eng Officer 
Ext 4th Eng Officer 
Jnr Eng Officer 
Electrical Officer 


O'Neill J.E.J 


McCarthy J.S 
Turnbull J.D 
Thomson B.M 
Fitzsimmons R 
Slocombe R.T 
Tuson R 


Chief Officer 


Autumn 1973 


(07/10/1973) 


Captain Horn M.J 
Chief Eng Officer Paul J.J 


Wyatt R.H.W 2nd Eng Officer Green F.R 


2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Radio Officer 





Set A 3rd Eng Officer Webster A.D.C 
Moore T.R 4th Eng Officer Unsworth E 
Dicken K.N Engineer Cadet McEwan | 
Peace C.G Engineer Cadet McDonald B.J 
Gibson R.A.D Engineer Cadet Capper J.E 
Maldonado A Cadet Act Jnr Eng Officer Robinson S.A 
Carpenter Hughes (ch) P 
Winter 1973 
(19/02/1974) 
Captain Arthur K 

Chief Eng Officer Paul J.J 
Robins M.R 2nd Eng Officer Green F.R 
Anderson P 3rd Eng Officer Slater M 
Johnson L.H.M 5th Eng Officer Higgins J 
McCluskey D.W Jnr Eng Officer O'Brien T.H 
Bunce M.O.B Engineer Cadet Taylor J.D 
McNeil R Engineer Cadet Eastwood S 


Purser 


Electrical Officer Williams E.J 
Carpenter Naughton A.E 





Summer 1974 


(18/09/1974) 


Captain Weir R 
Chief Eng Officer Fawcus F 





Chief Officer McKenna F.D 2nd Eng Officer Oubridge D 
2nd Officer Singh D 3rd Eng Officer Douglas P.F 
Uncert 3rd Officer Sutton M.K 4th Eng Officer O'Brien T.H 
Deck Cadet Grace J.J 5th Eng Officer Smith D.S 
Deck Cadet Havery D.M Jnr Eng Officer Horn M.J 
Deck Cadet Winder L.G.C Engineer Cadet McAlpine G 
Deck Cadet Harvey S Engineer Cadet Johnson H.C 
Radio Officer Gibson R.A.D Electrical Officer Errington C 
Purser Oates J.W.H 
Carpenter Neary E.L.G 
Serang (Deck) Kahn T 
Serang (Engine) Gupta P.R.D 
Cook AliS 
Storekeeper Manuel J 
Winter 1974 
(01/03/1975) 
Captain Waldie J.W 
Chief Eng Officer Godfrey A.P 
Chief Officer Bowers K.P.G 2nd Eng Officer Hearn J.H 
2nd Officer Bridgeman P.A 3rd Eng Officer Radford S.J 
Uncert 3rd Officer Sheldon R.J 4th Eng Officer Tucker W.E 
Deck Cadet Raymond W.D 5th Eng Officer Jenkins A 
Deck Cadet Richards D.J Engineer Cadet Talbot D 
Deck Cadet Grace J.J Engineer Cadet Garbutt W.W 
Deck Cadet Dickin K.N Engineer Cadet Oulton A 
Radio Officer Goulbourne M.E 
Purser Reed A 
Carpenter McMahon J 
Serang (Deck) Das A.K 
Serang (Engine) Chakraborty S.B 
Cook Singh P.N 
Storekeeper Rahman M 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Summer 1975 


(19/09/1975) 


Blacker K.G 
Tauro F.F 
McDowell D.C 
Yeatman C.J 
Gunn J.S 
Capper P.H 


Captain Moore A.R 
Chief Eng Officer Mcintyre P.A 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 





Ratcliffe P.J 
Trigg A 

Good N.P.D 
Haggerston A 
Steel E.P 
Fairhurst F.W 


Robinson S.A 


Simpson G.J Engineer Cadet Dick P.J 
Carpenter Taylor H.J 
Serang (Deck) Roy S.R 
Serang (Engine) Sur B.N 
Cook Palma F 
Storekeeper RaufA 
Winter 1975 
(16/02/1976) 
Captain Lightfoot A.F 
Chief Eng Officer Marsh N 
Milton W.R.F 2nd Eng Officer Palmer W 
Helsby P.N 3rd Eng Officer 
Green R.D 4th Eng Officer Hume K 
Capper P.H 5th Eng Officer Downie J 
Stanway P Electrical Officer Kelly R.W 
Barraclough J 
Carpenter McHugh G 
Serang (Deck) Roy S.R 
Serang (Engine) Sur B.N 
Cook Palma F 


Storekeeper 


Rauf A 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Summer 1976 


(10/09/1976) 


Captain Miller K.D 
Chief Eng Officer Brown L.G 





McKenna F.D 2nd Eng Officer Clark J.D 
Tauro F.F 3rd Eng Officer Pawson B.S 
McNaught | 4th Eng Officer McFadden J.P 
Chapman J.K Engineer Cadet Hunt W.L 
Bindon P.J Engineer Cadet Emmins C 
Burnett A.D Engineer Cadet Errington C 
Whitton R.E 
Maskell T 
C.P.O Clark F.R 
Serang (Deck) Dey S.R 
Serang (Engine) Gupta P.R.D 
Cook D'GomesL 
Storekeeper Ghaffar A 
Winter 1976 
(23/02/1977) 
Captain Hudson A 
Chief Eng Officer Baker | 
Brown D.M 2nd Eng Officer Hartley M.R.W 
Howell W.R 3rd Eng Officer Kapur V 
Ringrose |.G 4th Eng Officer Taylor J.D 
Hunt N.P Engineer Cadet Powell A.K 
Gillett R.B Engineer Cadet Fenton A.S 
Stanway P Electrical Officer Allen W 
Reed A 
Carpenter Rolling W.J 
Serang (Deck) Debnath 
Serang (Engine) Gupta P.R.D 
Cook D'Gomes L 
Storekeeper Ghaffar A 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

‘rainee Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1977 


(13/10/1977) 


Captain Miller K.D 
Chief Eng Officer Griggs M.R 





Knowles R.J.P 2nd Eng Officer Ratcliffe R 
Nyunt M.T 3rd Eng Officer Altree N 
Bhandara J.B 4th Eng Officer Britton M.A 
Brown S.J Engineer Cadet Lambton C 
Hollis D.J Engineer Cadet Duffy A.Q 
Ormrod W.R Electrical Officer Richards D.W 
Head J.J 
McNeil R 
Carpenter O'Leary T 
Serang (Deck) Alamgir 
Serang (Engine) Ganguly J.N 
Cook AzizA 
Storekeeper RaufA 
Winter 1977 
(15/03/1978) 
Captain Robins M.R 
Chief Eng Officer Robinson J 
Marshall N.S 2nd Eng Officer Mcmahon A 
Kumar D 3rd Eng Officer Stanton T.H 
Gray N 4th Eng Officer Stephenson M 
Spiers W.J Jnr Eng Officer Houston D.A 
Smith A.G Engineer Cadet Ford S.T.F 
Connolly D Senior Elect Officer Lane T 
Buckley W 
Carpenter Tweedie J 
Serang (Deck) Alamgir 
Serang (Engine) Ganguly J.K 
Cook AzizA 
Storekeeper RaufA 





Autumn 1978 


(27/09/1978) 


Captain Arthur K 
Chief Eng Officer Marsh N 


Chief Officer Southby M 2nd Eng Officer Jones F.J 
2nd Officer Hopkinson R.W 3rd Eng Officer Findlay K.W 
3rd Officer Burnett A.D 4th Eng Officer Johnson H.C 
Deck Cadet Macnicol D.H Jnr Eng Officer Powell A.K 
Deck Cadet Haley G.S Engineer Cadet Rainsford C 
Deck Cadet Shaw P.J Engineer Cadet Wilding C.M 
Deck Cadet Box D.G Electrical Officer Meacock R.N 

Radio Officer Wade C 

Purser Blackhurst D 
C.P.0 Dey N.K 
P.O. Dey G.B 
P.O. SenS.C 
Carpenter Clark F.R 
Cook Lali C 





Spring 1979 


(30/04/1979) 


Storekeeper 


Captain Woodfield J.R 
Chief Eng Officer Griggs M.R 


Rouf A 


Chief Officer Milton W.R.F 2nd Eng Officer Tetlow D.R 
2nd Officer Nyunt M.T 3rd Eng Officer Taylor J.D 
3rd Officer Kitchen S.J 4th Eng Officer Nesbitt D.A 
Deck Cadet Malpass A.J Jnr Eng Officer Rogers G 
Deck Cadet Campbell S.A Engineer Cadet Herd P.M 

Radio Officer Cunnison A.J Engineer Cadet Hassall C.M 

‘rainee Radio Officer Smith K.D Electrical Officer Le Marchand A.G 
Purser McNeil R 
C.P.O0 Burman K.P 
P.O. Bandey A.P 
P.O. Bose A.K 
Carpenter Tweedie J 
Cook AliS 


1st Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Autumn 1979 


(26/09/1979) 


Captain Weir R 
Chief Eng Officer Ford A.J.K 





Lowe J.H 2nd Eng Officer Pickup R.W 
Harvey S 3rd Eng Officer Cretney A 
Cooke R.F 4th Eng Officer Hulley P.G 
Greaves A.S Jnr Eng Officer Mullarkey J.M 
Molloy J.M Engineer Cadet Watson R.M 
Lynn L.T Engineer Cadet Murray J.R 
Barraclough J Electrical Officer Blow P 
C.P.O0 Burman K.P 
Storekeeper RoufA 
Spring 1980 
(26/03/1980) 
Captain Robins M.R 
Chief Eng Officer Penny D.N 
Moore T.R 2nd Eng Officer Eccles W.G.A 
Thomas S.J 3rd Eng Officer Stanton T.H 
Wright P.B 4th Eng Officer Thompson D.G 
Thomas P Jnr Eng Officer Salusbury D.V 
Grey R.W Electrical Officer Wignall |.F 
C.P.0 Dey N.K 
Carpenter Sadler A 
Cook Baker A 


Storekeeper 


Manuel J 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Summer 1980 


(18/09/1980) 


Captain Robins M.R 
Chief Eng Officer Rowe A 





Southby M 2nd Eng Officer Wright R.A 
Wright P.B 3rd Eng Officer Smith J.M 
Hume M.S 4th Eng Officer Powell A.K 
Hughes C.R Jnr Eng Officer Moran M.J 
Macnicol D.H Engineer Cadet Roberts N.A 
Waddicor C.A Engineer Cadet Johnson K 
Oates J.W Electrical Officer Parkin N.J 
C.P.0 Dey N.K 
Cook GomesA 
Spring 1981 
(21/05/1981) 
Captain Robins M.R 
Chief Eng Officer Rowe A 
Neild R.T 2nd Eng Officer McConnell R.J 
Set A 3rd Eng Officer Edmunds A.N 
Hart M.H 4th Eng Officer Hudson S 
Pailing P.R Electrical Officer Nolan G.P 
Gardner M.A 
Docker J.E 
Wood R.A 
Breivik P.R 
Oates J.W 


C.P.0 SahaM.S 
Cook Khabil M 
Storekeeper Hossain M 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Autumn 1981 


(21/10/1981) 


Captain Gavin J.S 
Chief Eng Officer Baker | 





Duffield D.R 2nd Eng Officer McConnell R.J 
Gaukrodger C.S 3rd Eng Officer Pritchard S.L 
Feast A 4th Eng Officer Hulley P.G 
Woodcock H.D Jnr Eng Officer Aitken P.J 
Byrom M Engineer Cadet Taylor M.J 
Hume M.J Engineer Cadet Houghton A.J 
Kelly F.J.C Electrical Officer Wignall |.F 
Smith K.D 
Reed A 

C.P.0 SahaM.S 

Carpenter Hughes (ch) P 
Cook Khabil M 
Storekeeper Hossain M 
Spring 1982 
(06/04/1982) 
Captain Woodfield J.R 
Chief Eng Officer Hutton R.A 

Nield R.T 3rd Eng Officer Edmunds A.N 
Howell W.R 4th Eng Officer Ford M.F 
Haigh R.A Jnr Eng Officer Rogers G 
Jackman W.B Electrical Officer Bovill J.M 
Whitefoot-Greenland T. 

C.P.0 Dey N.K 

Cook Kobad S 


Storekeeper Rahman M 


